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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 07250 161306Z 
45 

ACTION EB-07 

INFO OCT-01 ARA-10 ISO-OO CAB-05 CIAE-00 INR-07 NSAE-00 
/030W 

075167 

R 152044Z JUL 75 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 9463 
FAA WASHDC 

INFO AMEMBASSY RIO DE JANIERO 

UNCLAS CARACAS 7250 

RIO FOR FRANK MONACO 

E.O. 11652: N/A 
TAGS: BDIS BEXP 

SUBJ: REQUEST FOR AIR WORTHINESS CERTIFICATE 

1. THE EMBASSY HAS RECEIVED A REQUEST FOR ASSISTANCE FROM 
BRIGADIER GENERAL VICTOR M. MOLINA VARGAS OF THE 
VENEZUELAN AIR FORCE. ON APRIL 15. 1975, GENERAL VARGAS' 

OFFICE IMPORTED A NEW CONTINENTAL AIRCRAFT ENGINE, MODEL 
TS 10-520-E8B, SERIAL NO. 502721, LEFT IGNITION SERIAL NUMBER 
A-74726, RIGHT IGNITION SERIAL NUMBER A-75018, 

STARTER MODEL NUMBER 637847, FUEL PUMP SERIAL NUMBER 
C-207537B, FUEL UNIT SERIAL #C-207502199, AND MANIFOLD VALVE 
NUMBER C-207510C. IT IS EMBASSY'S UNDERSTANDING 
AND ALSO GENERAL VARGAS’ UNDERSTANDING THAT THIS ENGINE 
SHOULD HAVE BEEN ACCOMPANIED BY AN FAA AIR WORTHINESS CERTIFICATE. 
NO, REPEAT NO, CERTIFICATE WAS RECEIVED. THE DIRECTOR GENERAL 
OF CIVIL AVIATION OF VENEZUELA PROHIBITS THE USE OF THE ENGINE 
UNTIL AN FAA AIR WORTHINESS CERTIFICATE IS RECEIVED. THE ENGINE 
WAS PURCHASED FROM AN AMERICAN FIRM CALLED HANGAR ONE, LOCATED 
AT OPALACKA AIRPORT IN FLORIDA. THE EMBASSY WOULD APPRECIATE 
RECEIVING AN FAA AIR WORTHINESS CERTIFICATE FOR THIS ENGINE 
AS SOON AS SUCH CAN BE OBTAINED. 

SHLAUDEMAN 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CIVIL AVIATION, AIRCRAFT SALES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CARACA07250 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750245-1214 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750752/aaaabuos.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JAN 2003 by ThomasVJ>; APPROVED <22 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR AIR WORTHINESS CERTIFICATE 

TAGS: BDIS, BEXP, EAIR, VE, US, HANGAR ONE, (MOLINA VARGAS, VICTOR M) 

To: STATE FAA 
Type: TE 
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